CHAP. XVI

THE GAS LANTERN
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gas supply by the rubber tube L, and is held in
place in the lower end of JB by means of the stopper m.
Small dampers at h and i permit of the introduc-
tion of any desired amount of air

^ actual size.
FIG. 188.

* A Tery small lead pipe is connected with S at w,
and this tube is itself joined to the draft measurer F.
This draft measurer F is constructed on the plan
by Krete, and consists of an upright cyl-
inder in which the pipette P is held in a vertical
position by means of the stopper 0. This stopper